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This software distribution kit contains the following media: 


Emul ex 

Part Number Description 

VD9960703 5.25-inch floppy for MicroVAX 
VD9962003 TK50 cartridge for MicroVAX 


This kit contains the following User's Manuals to document the 
programs contained on the distribution media. 
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Part Number Description 

VD9951903 MicroVAX Driver Distribution Kit 
Cover 

VD9950902 MicroVMS TSll1 Software Driver 


Installation Guide 
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